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this remedy. An old and very clever scientific market
grower friend of the Author's (Mr. W. Dyke, of St. Mar-
garet'iS, Ware, Herts) has very kindly placed at his dis-
posal the following particulars regarding the application
of this remedy:
" Up to wikhan a very short time ago, no definite cure
for white fly was known, although for years some of us
had been using the very material which will kili it with
varying1 degrees of success. We have to- thank Lieut.
Lloyd, the entomologist of the Lea Valley Experimenital
Station, Gheshunt, for what we know to-day regarding
white fly and its eradication. For some time he has de-
voted all his energies on this pest, and, thanks to him,
we now have a remedy which will keep it under .control.
It is only those who are in close touch with his work
who know what a laborious task he has had, and we could
describe some interesting thing's which occurred during
the thousands of experiments which he carried out.
" For years we have been using hydro-cyanic acid gas
with varying degrees of success, for destroying white fly
on tomatoes. Sometimes it killed them, sometimes it did
not. Sometimes it burnt the foliage badly, and some-
times it did not. The reasons for the success and failure
are now known, and the information we shall now give
w/ill prove that there is nothing equal to the above gas
for destroying the pest.
" The reason- for the failure to eradicate the pest was
due to the fact that, while the gas would kill the fly, it
would not kill the eggs, with the result that in a short time
the flies hatched out from the eggs, and the peat was as
bad as ever. To overcome this difficulty, it is necessary
to give two fumlgationis, one to kill all mature flies, the
other at a definite period later, i.e., when all the eggs
have hatched, but before the new flies are old enough to
start laying egg's. The second fumigation should be
given three weeks after the first in warm weather, and a
month after the first if the weather is cold.
" Hydim-cyanic acid gas burns the foliage of some
plants when they are soft and sappy, when the tempera-
ture of the house is high, or if the fumigation is< done
during sunlight. To overcame these difficulties, the
pilanfts should be kept on the dry side, i.e., the soil in whddh